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448), which are placed radially about the building of the fixed station .4,
are combinations of two bent MARCONI aerials. They are all supported
by a single central mast, which also carries a non-directive umbrella



aerial, ADEiE. By means of an automatic contactor (Fig. 449 shows
the contact device with its driving motor and the contact points of the
different antennae at the top) first the umbrella aerial (time signal)
and then each of the directive antenna are in turn connected to the
primary circuit at given equal intervals for excitation.

FIG. 449.

The moving station is provided with a stop-watch, of the form shown
in Fig. 450, whoso pointer makes one complete re volutionin the same time
(^ minute) which the contactor takes to connect all of the directive